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SUBJECT: SOVIET NAVY DISASTER ASSISTANCE MAURITIUS 

REF: COMIPAC 2723 15Z FEB 75 

1. SOVIET CRUISER DMITRIY POZHARSKIY VISITED MAURITIUS FEBRUARY 16- 
MARCH 1 ON MISSION TO AID MAURITIUS DISASTER RELIEF OPERATIONS. 

ASSISTED BY SPACE VEHICLE RECOVERY SHIP SEVAN, FEBRUARY 18- 

MARCH 1, AND OILER POLYARNIK, FEBRUARY 18-MARCH 1. UK ASITATBFKPKEMAP 
HA 

MORMRY SHIP YAMAL AND TANKER ROSLAV ARRIVED FEBRUARY 26. 

2. STATISTICS OF SOVIET ASSISTANCE FROM 16 TO 28 FEBRUARY PUB- 
LISHED BY GOM FOLLOW: 

A. 100 KM OF ELECTRICITY LINES REPAIRED. 

B. 130 KM OF TELEPHONE LINES REPAIRED. 

C. 1 ,730 METRES OF ROADS REPAIRED. 

D. 150 METRES OF WATER PIPES REPAIRED. 
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E. HELPED CENTRAL ELECTRIC BOARD TO CONNECT 423 SERVICE LINES 
INCLUDING TWO TO SETTLEMENTS, ONE TO THE MINISTRY OF FISHERIES 
COLD STORE AND ONE TO A SUB-STATION. 

F. ERECTED 1,138 POLES OF WHICH 257 WERE FOR HIGH-VOLTAGE LINES, 

AND 221 TELEPHONE POLES. 

G. WORKED ON 12 KM OF ROADS, 159 KM OF ELECTRICITY LINES AND 
129 KM OF TELEPHONE LINES. 

H. REMOVED NEARLY 300 KM OF OLD TELEPHONE LINES AND TRANSPORTED 
544 POLES. 

I. COMPLETED REPAIR WORK AT CIVIL HOSPITAL ON 430 SQUARE METRES 
OF ROOF. 200 SQUARE METRES OF FALSE CEILING AND FIVE HOSPITAL 
WARDS, AND AT BROWN SEQUARD HOSPITAL REPAIRED 99 PER CENT OF 
10 BUILDINGS. 

J. CONTRIBUTED 32 LITRES OF BLOOD FOR THE HOSPITALS. 

3. WE HAVE NO FACILITY TO VERIFY THESE PUBLIC STATISTICS BUT HAVE 
NO REASON TO DOUBT THEM. 

MANHARD 
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